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INFORMATION SHEET 2.11.11
FEEDBACK AMPLIFIERS

INTRODUCTION

There are several types of feedback circuits; each is determined by
the nature of the signal that is fed back and the manner in which it
is applied to the input circuit.  The feedback signal can be pro-
portional to the load current or to the load voltage.  To investi-
gate the various effects on circuits, we will use the block diagrams
and the basic diagrams of various schematics.  Further simplifica-
tion is obtained by omitting all components that are bypassed, and
the d-c biasing circuits.
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